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A recent article |l| describes an experiment to generate 
single photons within the setting of cavity QED. The au- 
thors claim that "a sequence of single photons is emitted 
on demand" and that their results represent "the realiza- 
tion of an intrinsically reversible single-photon source." 
Although their work is certainly an advance towards 
these goals, unfortunately the observational evidence re- 
ported in Ref. jlj does not support the principal claims 
of the demonstration of a deterministic source for single 
photons, nor of emission that is intrinsically reversible 
as is required for the transfer of quantum states over a 
network. The underlying difficulties are (1) the random 
arrival of atoms into the interaction region means that 
photons are emitted at random and not "on demand," 
(2) the corresponding fluctuations in atom number lead 
to a photon stream that is super-Poissonian, and (3) the 
stochastic character of atomic trajectories through the 
cavity mode produces unknown variations in the ampli- 
tude and phase of the emitted field, so that the source is 
not "intrinsically reversible." 

I begin by examining the data presented in Figure 4 of 
Ref. [PJ , which displays the second-order intensity corre- 
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lation function g K D ' D ^ (r) for the cross-correlation of pho- 
toelectric counting events from two detectors (Di,D2) 
as a function of time separation r. Somewhat surpris- 
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m gly> 9dI,d 2 ( t ) ^ !> and in particular, ^^(O) ~ 1, so 
that the inferred photon statistics are super-Poissonian 
^An 2 ) > (n) g]. This is in marked contrast to the behav- 
ior required for an "on-demand" single-photon source, for 
which g( 2 ^ (0) ~ with sub-Poissonian photon statistics 
(An 2 ) < (n) The authors attribute this disparity 
to detection events other than those arising from pho- 
tons emitted from the cavity. However, I emphasize that 
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g D dA t ) wou ld maintain the same form as in Fig. 4 of 
Ref. |j/ even if the "relatively large noise contribution" 
from background light were eliminated altogether. 

To illustrate this point, consider the well-studied sys- 
tem of resonance fluorescence from a single two-state 
atom for which the photon statistics are described by 
<7a (t), with g^\o) = ||]. If observations are made 
not for a single atom but rather for an interaction vol- 
ume with a stochastic variation in atom number N, the 
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resulting intensity correlation function g D D ^ (r) is of a 
markedly different form, as illustrated in Figure |l]. Signif- 
icantly, Figure [1| reproduces the essential characteristics 



of Figure 4 in- Ref > including that the light is super- 
Poissonian |Q. The commonality of these two figures 
arises because of fluctuations in the number of "source" 
atoms about which there is no independent knowledge. 
In this setting, the observation of sub-Poissonian photon 
statistics requires sub-Poissonian atom statistics, with 
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9di d 2 (0) < 1 in direct correspondence to the reduction 

Strategies to achieve Qa < 



Q A = i^LM < 



include conditional detection as employed in the original 
experiment of Short and Mandel |§, |5) and atom trapping 
within the cavity. 

In addition to fluctuations in arrival time and atom 
number, the experiment of Ref. [Q suffers from a lack 
of atomic localization with respect to the spatially vary- 
ing coupling coefficient g(f) due to unknown atomic mo- 
tion through the cavity mode. As as result, the output 
pulse shapes and phases for photon emissions vary in 
a random fashion and are not controllable B. For the 
parameters of Ref. jj] , the transverse velocity of a typ- 
ical atom carries it across distances ±-| along the cav- 
ity axis, leading to (random) variations ~ ±? in the 
phase of the emitted field. Hence, photon emissions are 
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FIG. 1: Intensity correlation function g Di D2 {t) versus time 
delay r for the fluorescent light from a beam of atoms with 
average number N = 0.1 atoms. The line at g^' D (r) = 1 
represents the Poisson limit for coherent light of the same 
mean counting rates at {D%, Z^)- Time delay r is measured in 
units of the transit time to- The generalized Rabi frequency 
Q'to — 25 and transverse decay rate pto = 0.1. The lower 
trace is for background to signal ratio = 0.5, while the upper 
trace has no background [H]. 
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reversible only in the sense that the emitted field is re- 
turned to the very same atom that gave rise to the emis- 
sion within a time short compared to the atomic transit 
time to = ^f 2 - — 35/is. Moreover, reversible transmis- 
sion to a second atom-cavity system requires knowledge 
of the actual time of the initial emission, as well as an 
"event" ready atom at the remote location. Neither of 
these capabilities follows from the experiment reported 
inRef. §. 
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